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for its application is given in ITig. 114, where, by means of an eotfiausting fan, the heated products were directed into the ordinary chimney shaft.
g. in.
This opens a new field of inquiry, and which is far more important than any question arising from the mere relative cost of the natural or mechanical draught, the best constructed boilers not unfrequently being insufficient, from the mere circumstance of a deficient draught.
Impressed with the importance of the subject, several experiments by means of a fan apparatus, worked by a small steam engine, were then made. The arrangement, as described in Tig. 115, Plate 8, also afforded the means